FIA  Formula  1 
World  ChamplonshlprM 


2020  styrian  Grand  prix 

9  - 12  July  2020 


From  The  Stewards  Document  53 

To  All  Teams,  All  Officials  Date  12  July  2020 

Time  20:17 


Having  received  a  protest  fronn  Renauit  DP  Worid  FI  Team  against  BWT  Racing  Point  F1  Team 
concerning  an  aiieged  breach  of  the  foiiowing  Articies  of  the  FiA  Formuia  One  Sporting  Reguiations 
2020 

-  Articie  2.1 

-  Articie  3.2 

-  Appendix  6,  Paragraph  1 

-  Appendix  6,  Paragraph  2(a) 

-  Appendix  6,  Paragraph  2(c) 

with  regards  to  front  and  rear  brake  ducts  used  on  cars  1 1  and  18,  the  Stewards  summoned  and 
heard  from  the  team  representatives  of  both  teams  and  a  representative  of  the  FiA  Technicai 
Department.  The  Stewards  determined  that  the  protest  met  aii  requirements  specified  in  Articie  13  of 
the  FiA  internationai  Sporting  Code  and  is,  therefore,  admissibie. 

The  FiA  Technicai  Department  representative  was  directed  to  seai  and  impound  the  reievant  parts  of 
cars  1 1  and  18  in  preparation  for  conducting  a  detaiied  anaiysis  of  those  pieces.  The  representative 
is  further  directed  to  provide  a  detaiied  report  to  the  Stewards  with  the  findings  and  to  inciude  an 
assessment  that  matches  those  findings  against  the  aiieged  infringements  outiined  in  the  protest. 

The  representative  is  authorized  in  the  name  of  the  Stewards  to  caii  upon  such  outside  technicai 
assistance,  inciuding  representatives  of  the  foiiowing  teams 

-  Renauit  DP  Worid  FI  Team 

-  BWT  Racing  Point  FI  Team 

-  Mercedes-AMG  Petronas  FI  Team 

in  the  conduct  of  their  assessment. 

Furthermore,  the  Stewards  ordered  the  Mercedes-AMG  Petronas  FI  Team  to  provide  the  front  and 
rear  brake  air  ducts  of  the  Mercedes-AMG  FI  W10  EQ  Power+  used  by  the  Mercedes-AMG 
Petronas  FI  Team  in  the  2019  season  to  the  FiA  Technicai  Department  for  examination. 

When  the  iikeiy  submission  date  of  the  assessment  can  be  determined,  the  FiA  Technicai 
Department  representative  wiii  communicate  that  to  the  Chairman  of  the  Stewards  so  that  the  next 
meeting  to  assess  the  ciaims  can  be  scheduied. 
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